

Approved For Release 2002/0^)7 : C1A-RDP82-00457R004900630008-5 


CA ASSIFICATfON SEC jCt/COilTRQL/US OFFICIAL! 







SOURCE 


i. a copy of the 

Part I, was secured in mid-March 19?C 


S. Contents of the manual s 

The manual was issued by the Administration of Kotor Transport of 
the Ministry of the Armed Forces and reprinted by the Berlin pub- 
lishing house of the Sovietskove Slovo (newspaper of the SCC) in 
1943 „ The printing license was signed by lit;;. Gen (Tech) Tyagunov, 
Chief of the Administration of Motor Transport. 

The manual has the following chapters s 

Io General 

II. SOP for Motor Vehicles of the Armed Forces 

III. Motor Transports (Types and Organization) 

IV o Maintenance of Motor Vehicles 

V. Fuel, lubricants etc. 

VI. Supply of Troop Units with Motor Vehicles and Spare Parts 

VII. Motor Pools (Organization and Operation) 

VIII. Regulations for Drivers 

IX. Accidents and how to Prevent them 

X. Special Duties of Motor Transport Personnel. 
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The following noteworthy charts were translated : 

a. Change of the octane rating of gasoline caused by an admixture 
of type B-2Q ethyl-fluids (page 116) : 


Origin of gasoline 


lor -aselins. 


Octane number of gasoline 

Grozny 

61.5 

71.2 

75 

Saratov 

66 

72 

76 

Baku 

64 

73 

75.2 

Orsk 

63 

71 

76.2 

Ufa (sulf urate) 

6o 

69 

71 


b. Fuel consumption and capacity of fuel tanks and 
of Soviet motor vehicles (Chart 3D : 

Fuel 

xr&m. Con^nmntion Q. si>d&c itlL gLn__l, 

cooling 

systems 

^ V/iAw v. 

tive 

No. 

hide type 
and model 

per 

100 km 

of the 

fuel 

tank 

of the 
lubri- 
cating 
system 

of the 
trans- 
mis - 
sion 

of the 
cooling 
system 

1 

2 

3 . 

4 

.. 5 


Z__, 



Soviet passenger car 




1 . 

GAS-H-1 

14,5 

60 

4.7 

2.75 

12 

2 . 

GAS-415 13.0 

(pick-up truck) 

- 

4.7 

2.75 

- 

3. 

GAS-A 

12.0 

40 

4.7 


12 

4, 

GAS-64 

15.0 

90 

4.7 

~ 

12 

5. 

GAS -67 

15.0 

- 

4.7 

- 

12 

6. 

GAS-61 

15.4 

60 

4.7 

- 

12 

7 . 

ZIS-101 

25.5 

30 

12.0 


20 

3. 

K El-10 

10.0 






SLCRp/CONTROL/US OFFICIALS 

ONLY 




Approved For Release^002/08/07 : 

CIA-RDP82-00457R004900630008-5 




Approved For Release 2002/08/07 : CIA-RDP82-00457R004900630008-5 


cafeAL xmm&mm agmcy 

SLCXLT/COKTROL/US OFFICIALS GJTLY 
3 


25X1A 


Consecu- Motor ve~ 
tive hide type 

No. and model 

r~ 

{ 

Fuel consumption 
per of the 

100 kin fuel 

tank 

Capacity in liters 
of the of the of the 
lubri- trans- cooling 
eating mis- system 
system sion 

1 

2 

• 3 

4 

5 

6 

. 7 _ 



Soviet trucks 




i. 

GAS-MI! 

20.5 

40 

4.7 

6*0 

12 

2. 

GAS-AA 

20.5 

40 

4.7 

6„0 

12 

3. 

gas-6o 

57.0 

io.5 

4.7 

- 

- 

4. 

GAS- AAA 

25 

100 

4.7 

3.25 

14 

5 . 

GAS-42 1. 0/1.5 

(wood-gas generator) 

- 

4.7 

6.0 

12 

6. 

GAS-SS 

(ambulance) 

20.5 

40 

4.7 

6,0 

12 

7. 

GAS-3-S— 1 
(dump truck) 

21.0 

40 

4.7 

6.0 

12 

3. 

GAS-03-30 
(bus) ■ 

13.5 

- 

- 

« 

- 

9. 

GAS-AA 
(fire truck) 

20.5 

40 

4.7 

6.0 

12 

10. 

GAS-05-193 

(bus) 

27.0 

- 

- 

- 


ii. 

Z IS- 5-3 

34 

60 7.0 


7.0 

23 

12. 

zis-6 

41 

105 

7.0 

7.0 

24 (32) 

13. 

ZIS-21 1.5/2. 5 

(wood -gas generator) 

7.5 

7.0 

7.0 

24 (32) 

14. 

zis-32 

66 «, 2 

115 

7.0 

7.0 

24 (32) 

15. 

SIS-L 

(3-axlo bus) 

41.5 

- 

- 

- 

- 

16 . 

YaG-3 

43.0 

- 

- 

- 

- 

17. 

Ya-5 

47.0 

- 

- 

- 

- 

13. 

ZIS-10 

(prime mover) 

41.5 

65 

7.0 

7.0 

23 

19. 

zi*>-i6 

(bus) 

37.0 

/ 

110 

7.0 

7.0 

32 
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Consecu- Kotor vo- 
tive hivle type 

Ho. and model 


per of the 

100 km fuel 

tank 


SaaasltY 

ofjthe of the of the 
lubri- trans- cooling 
eating mis- system 
system sion 



20. 

ZIS-11 
(fire truck) 

34.0 

21. 

ZIS-33 

(wheeled vehicle) 

43.0 

22. 

ZIS-33 

35.0 


(track-laying vehicle) 


23. 

ZIS-42 

(half-track vehicle) 

60.0 

24. 

Also with SIS-5 
engine 

55.0 

25'. 

ZIS (fire 
truck) 

34.0 

26. 

YaG-4-6 

43.5 

27. 

YaG-10 

55.6 

23. 

YaS-3 
(dump truck) 

45.6 

29. 

AKO-3-4 

34.0 

30. 

ZIS-S 

(dump truck) 

35.5 


120 

7.0 

7*0 

. 32 

185 

7.0 

- 

- 

135 

7.0 

- 

- 

300 

7.0 

- 

- 

300 

7.0 


- 

60 

7.C 

7.0 

32 

177 

7.0 

- 

53 

177 

7.0 

- 

53 

177 

7.0 


53 


Saia-j 

The standard fuel consumption quantity for wood-gas generators 
refers only to a 100-km ride, the first number referring to summer, 
the second to Winter. Small wooden blocks are principally used; con- 
sumption per 100 Inn: GAS-42 to 6o kg; 2. IS -21 to 90 kg. 


c. Load capacity of the most important motor vehicles (chart 1) s 
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Motor vehicle type 
and model 

Ton,..oaBaclt2 

On good roads 

On bad roads and in 

crossScoimtry 

driving 

GAS«A 

- 

- 

GAS-M-1 

- 

- 

GAS-K-415 

tr\ 

0 

O 

0.5 

GAS -67 

- 

- 

GAS-AA and GA^-MLI 

1.5 

1.5 

GAS-AAA 

2.0 

1.5 

ZIS-5, ZIS-6, and ZIS-8 

3.0 

2.5 

YaG-6 

5.0 

3.5 


d. Passenger capacity of motor vehicles (chart 54) s 
GAS-AA and GAS-AAA l6 to 18 men 

EIS-5 and ZIS-6 24 men 

YaG-5 and YaG-6 30 men. 




